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FEDERAL  ENERGY  OFFICE 

NATIONAL  UTILITY  RESIDUAL  FUEL  OIL 
ALLOCATION 

Suppliers  Percentage  Notice 

Pursuant  to  the  provisions  of  10  CFR 
211.163(b).  211.164  and  211.165(d)(2). 
the  Federal  Energy  OfiBce  (PEXD)  hereby 
provides  notice  of  the  volumes  of  residual 
fuel  oil  allocated  to  each  utility  for  June 
1974,  and  the  percentages  of  such  vol¬ 
umes  required  to  be  supplied  by  each 
supplier  for  delivery  in  June  1974.  This 
information  is  set  forth  in  the  Appendix 
to  this  notice.  Adjustments  of  certain 
supplier  base  period  percentages  have 
been  made  at  the  request  of  affected  util¬ 
ities,  pursuant  to  the  criteria  of  10  CFR 
205.24,  and  are  reflected  in  the  Appendix. 

The  utility  allocations  were  determined 
after  review  of  the  impact  of  reduced 
fuel  supplies  between  utility  and  non¬ 
utility  uses  of  residual  fuel  oil.  In  cal¬ 
culating  the  allocation  level  for  each 
utility  the  FEO  considered  all  of  the  fac¬ 
tors  enumerated  in  10  CFR  211.163(b) 
and  also  the  following  other  factors: 

1.  The  data  contained  in  the  revised 
Federal  Power  Commission  (F.P.C.)  form 
23  submitted  by  utilities  for  Jime; 

2.  Utility  residual  fuel  oil  requirements 
were  assiuned  to  be  reduced  as  a  result  of 
conservation  efforts  by  utilities  designed 
to  achieve  at  least  seven  (7)  percent  load 
reduction  below  normal  trends: 

3.  Residual  fuel  oil  needs  for  utilities 
were  assumed  to  be  reduced  as  the  resdlt 
of  contemplated  power  purchases  from 
coal  and  hydro-based  utility  systems 
which  were  considered  feasible  by  the 
Federal  Power  Commission; 

4.  FEO  analysis  that  the  supply  level 
of  residual  fuel  oil  is  expected  to  be  at  or 
slightly  below  a  constrained  demand.  In¬ 
ventory  buildup  by  utilities,  therefore 
may  be  accomplished  cmly  to  the  extent 
of  excess  supply. 

The  amounts  shown  in  the  Appendix 
are  the  quantities  of  fuel  oil  to  be  de- 
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livered  to  the  utility  listed  during  the 
month  of  June  1974.  Some  utilities  will 
not  receive  any  allocation  for  June.  This 
is  due  to  the  fact  that  these  utilities 
either  bum  other  fuels  primarily  and  use 
residual  fuel  oil  only  for  stand-by  inven¬ 
tory  purposes,  or  use  residual  fuel  oil  as 
a  small  percentage  of  the  utility’s  capac¬ 
ity.  In  some  of  the  latter  instances,  even 
the  small  amoimt  of  residual  fuel  oil  in¬ 
volved  is  eliminated  by  the  conservation 
guides  established  for  utilities. 

The  Appendix  provides  the  names  of 
the  suppliers  obligated  to  supply  each 
utility  and  each  supplier’s  percentage 
and  volume  of  the  month’s  allocation  to  a 
utility  The  first  column  of  the  Appendix 
lists  each  utility  with  its  suppliers.  The 
second  coliunn  sets  forth  the  recom¬ 
mended  FEO  burn  level  for  the  month  of 
June.  The  third  and  forth  coliunns  pro¬ 
vide  each  supplier’s  respective  percent¬ 
age  and  volume  share  of  a  utility’s  allo¬ 
cated  volume  of  residual  fuel  oil.  The 
fifth  column  provides  the  total  volume  of 
residual  fuel  oil  for  each  utility  from  all 
suppliers.  Following  the  name  of  certain 
suppliers,  an  additional  supplier  is  shown 
in  parenthesis.  The  supplier  in  psu^n- 
thesis  is  presumed,  on  the  basis  of  the 
best  information  available,  to  be  the 
source  of  supply  for  certain  resellers  sup¬ 
plying  utility  end-users.  This  informa¬ 
tion  is  provided  for  the  convenience  of 
such  suppliers  and  the  FEO  requests  any 
additions  or  corrections  in  this  regard 
be  forwarded  to;  Residua)  Fuels  Manager 
for  Utilities.  P.O.  Box  2887.  Washington, 
D.C.  20013. 

FEO  will  consider  special  circum¬ 
stances  such  as  unexpected  outages 
which  may  cause  fuel  consumption  to 
exceed  FIX)  bum  levels  in  any  month. 
Adjustments  have  been  made  in  the  allo¬ 
cation  levels  of  certain  utilities  to  reflect 
necessary  corrections  in  the  delivery 
levels  authorized  In  previous  months.  It 
is  contemplated  that  corrections  or  ad¬ 
justments  to  delivery  levels  for  certain 


utilities  may  be  required  during  the 
month  of  June  to  avoid  undue  hardship. 
Such  corrections  or  adjustments  may  be 
made  pursuant  to  10' CFR  205.21  et  seq. 

FEO  expects  the  utilities  to  consume 
supplies  at  or  below  FEO  bum  levels 
which  are  based  on  the  utilities’  proposed 
bum  level  less  adjustments  for  conser¬ 
vation  efforts.  Where  a  utility  fails  to 
encourage  conservation  to  observe  FEO 
biun  levels,  its  allocation  for  following 
months  will  be  appropriately  adjusted 
downward. 

'The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data 
derived  from  utilities’  fllings  of  FPC 
Forms  23  and  23A.  To  insure  timeliness 
and  uniformity  of  data.  Form  23  has 
been  revised  by  FPC.  A  new  Form  (FPC 
Form  23A)  has  been  issued  to  provide  a 
rolling  yearly  projection  of  proposed 
monthly  utility  electric  generation  and 
corresponding  fuel  requirements.  Utili¬ 
ties  wfxich  have  previously  filed  Form  23 
for  July  and  subsequent  months  are  re¬ 
quired  to  reflle  using  the  revised  Form  23. 

Each  utility  must  mail  a  completed 
revi^  Form  23  to  FEO  and  FPC  by 
June  5,  1974.  FPC  has  mailed  copies  of 
revised  Form  23  to  each  utility. 

JEaf  h^u^ty  has  also  been  mailed  a  set 
‘of  FPC  Form  23A.  The  filing  of  this  form 
will  be  due  June  1,  for  the  period  July  1, 
1974,  through  June  30,  1975.  It  is  con¬ 
templated  that  residual  fuel  oil  alloca¬ 
tions  will  be  issued  each  utility  in  June 
covering  the  third  calendar  quarter 
( July-September) .  Thus,  the  timely  sub¬ 
mission  of  Form  23A  will  be  a  necessary 
prerequisite  to  such  quarterly  allocation. 

Reports  should  be  addressed  to  “Data 
Collection,’’  FEO,  Box  2887,  Washing¬ 
ton.  D.C.  20013. 

Issued  in  Washington,  D.C.,  Msq^  20, 
1974. 

William  N.  Walkeb, 
Oeneral  CounsA, 
Federal  Energy  Office. 
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APPEIOIX 

FESIDUM  FUEL  OIL  ALLOC 

ATIONS  ro  UTILITIES  FOR  THE 

MONTH  OF  JUNE 

1974 

» 

RECOMMENDED 

BY  SUPPLIER 

TOTAL 

FEO  BURW 

PCT 

(BARRELS) 

(BARRELS) 

Is.  NORTHEAST  POWER  COORDIMATINO  COUNCIL 

AREA  (NPCC) 

CONNECTICUT 

, NORTHEAST  UTILITIES 

2„2%9,J^Q 

2,249,713 

AMERADA  HESS  CORP 

63.0 

r, 529, 303 

TAD  JONES  CO  (3ULF) 

21  .0 

472,441 

WIATT  INC  (EXXON) 

10.0 

224,972 

H  N  HARIWELL5.SON  INC 

1.0 

22,497 

UNITED  ILLUMINATING  CO 

669 >7 17 

669,717 

TEXACO 

37.0 

532,554 

WXATT  INC  (EXXON) 

13.0 

87,053 

MAINE 

• 

BANGOR  HYDRO  ELEC.  CO. 

35,-709 

35,709 

SPRAGUE 

100.0 

35,709 

CENTRAL  MAINE  POWER  CO. 

347,555 

347,555 

TEXACO 

100.0 

347,555 

MAINE  PUBLIC  SERVICE  CO. 

0 

0 

MASSACHUSETTS 

BOSTON  EDISON  CO. 

1  ,,0  9  3,059 

1,093,859 

WHITE  FUEL  (TEXACO) 

46.0 

503,175 

EXXON 

42.0 

459,421 

SPRAGUE 

12.0 

131,263 

BRAINTREE  ELEC.  LT.  DEPT. 

1  9  „8  B  2 

19,882 

CK  SMITH( GOLD. EAGLE) 

100.0 

19,832 

E.UTIL.AS50C  .( MONTAUP&BLA 

CKS  333, .442 

383,442 

1  TEXACO 

100.0 

383,442 

1  FITCHBURG  GAS  i  EL. 

6,723 

6,723 

1  NORTHEAST  PETROLEUM 

100.0 

6,723 

1  HOLYOKE  GAS  AND  ELECTRIC 

4,446 

4,446 

WYATT  INC  (EXXON) 

100.0 

4,445 

NEW  ENG.  ELEC 

790,950 

790,950 

ASIATIC  PETRO  CORP 

50.0 

474,570 

GOLD. EAGLE 

40.0 

316,380 

FEDERAL 
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' 

RECOMMENDED 
FE3  BURV 

PCI 

BY  SUPPLIER 
(BARRELS) 

NEW  ENO.  3  S  E 

NEW  ENGLAND  PETRO 

151, .11  3 

84  .8 

135,524 

WHITE  FUELdEXACO) 

15.2 

24,489 

PEABODY  ELECTRIC  LT  DEPT 
TAUNTON  MUN.  LT. 

OUINCY  OIL  CO  (EXXON 

0 

29„998 

100.0 

29,999 

NEW  HAHPSHIRE 

PJB  SER  OF  N.H. 

SPRA3UE 

2  3  8, .179 

25.3 

75,791 

CONOCO 

73.7 

212,389 

NEW  YORK 

CENTRAL  HUDSON  GAS  &  ELEC  CO 
AMERADA  HESS  CORP 

351,882 

100.0 

361,332 

CONSOL  EDISON  OF  NY 

NEW  ENGLAND  PETRO 

3  ,,625,3  91 

45.5 

r,649,780 

EXXON 

20.3 

754,185 

AMERADA  HESS  CORP 

22.3 

908,574 

TEXACO 

11.4 

413,352 

FREEPORT,  VILLAGE  OF 

BURNS  BROS  O.(NEPCO) 

23,600 

100.0 

23,500 

LAWRENCE  PARK  HEAT  S  LIGHT 
LONG  ISLAND  LIGHT  CO. 

0 

1 ,659,390 

NEW  ENGLAND  PETRO 

100.0 

r,659,090 

NIAGARA  MOHAWK  POWER  CO. 

NEW  ENGLAND  PETRO 

267,891 

100.0 

1,000,000 

TDTAL 

(BARRELS) 

161,113 

0 

29,998 

283,179 

361,882 

3,625,891 

23,600 

0 

1,659,090 

1,000,000 
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RECOMMENDED 

BY  SUPPLIER 

FEO  BURN 

PCT 

(BARRELS) 

0RAN3E  i  ROCKLAND  UTILITIES. 
NEW  ENGLAND  RETRO 

1 ,433,593 

31.6 

359,153 

HOWARD  FUEL  CORE 

68.4 

777,430 

ROCHESTER  GAS  i  ELECTRIC 
ALLIED  0 

9,445 

29.7 

2,905 

HONOCO  OIL  COMPANY 

70.3 

5,540 

RHODE  ISLAND 

NEWPORT  ELECTRIC  CORP 

CK  SMITH 

7,D00 

100.0 

7,000 

2.  MID-ATLANTIC  AREA  COORDINATION  AGREEMENT  (MAACl 

) 

DELAWARE 

DELMARVA  PWR  &  LT 

STEUART  PETROLEUM  CO 

757,065 

22.0 

165,554 

TEXACO 

5.0 

37,353 

GULF 

8.0 

60,565 

CONOCO 

65.0 

492,092 

DOVER,  CITY  OF 

TEXACO 

34„847 

100.0 

34,347 

DISTRICT  OF  COLUMBIA 

POTOMAC  ELEC.  PWR. 

ASIATIC  PETRO  CORP 

984,909 

79.0 

773,073 

STEUART  PETROLEUM  CO 

21.0 

206,331 

MARYLAND 

BALTIMORE  GAS  i  ELECTRIC 
AMERADA  HESS  CORP 

1  ,.4  3  6„8  59 

52.7 

783,575 

EXXON 

47.3 

703,284 

NEW  JERSEY 

ATLANTIC  CITY  ELECTRIC  COMPA 
AMERADA  HESS  CORP 

175,104 

100.0 

175,104 

18049 

TOTAL 

(BARRELS) 

1,135,593 

9,445 

7,000 

757,065 

34,847 

934,909 

1,496,059 

175,104 
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RECOMMENDED 
FEO  BURU 

PCT 

BY  SUPPLIER 
(BARRELS) 

3P-J  INTESRArED  SYSTEM 
AMERADA  HESS  CORP 

523, .126 

94.0 

491,739 

SWANS  OIL  INC 

5.0 

26,155 

SHIPLEY-HUMBLE 

1.0 

5,231 

PUBLIC  SERVICE  ELECTRIC 
AMERADA  HESS  CDRP 

1„822>646 

33.4 

r,520,087 

EXXON 

15.5 

302,559 

VI.NELAND,CirY  OF  ELEC. 
SWANN  OIL  INC 

67-,200 

100.0 

67,200 

PENNSYLVANIA 

PENNSYLVANIA  i  LOT  CO 
PHILADELPHIA  ELECTRIC  CO. 
ARCO 

0 

1  ,.2D0,.18  8 

28.5 

342,054 

AMERADA  HESS  CORP 

21.5 

258,040 

GULF 

9.0 

108,017 

NEW  ENGLAND  PETRO 

2.1 

25,204 

TEXACO 

24.0 

288,045 

CONOCO 

14.9 

178,323 

3.  SOUTHEASTERN  ELECTRIC 

RELIABLLITY'  COUN 

CIL  (SER 

C) 

FLORIDA 

FLORIDA  KEYS  ELEC  COOP 
BELCHER  OIL(EXXON) 

6,520 

100.0 

6,520 

FLORIDA  P  4  L 

EXXON 

3, .397,9  18 

15.0 

509,688 

BELCHER  OIL(EXXON) 

85.0 

2,389,230 

FLORIDA  POWER  CORPORATION 
EXXON 

1  ,,837,0  00 

60.0 

t.,102,200 

AMERADA  HESS  CORP 

40.0 

734,300 

FORT  PIERCE,  CITY  OF 

NEW  ENGLAND  PETRO 

25,000 

100.0 

25,000 

GAINESVILLE,  CITY  OF 

59,.045 

EASTERN  SEABOARD 

100.0 

59,045 
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raiAL  j 

(BARRELS)  I 

i 

523,126  I 

1,822,646  1 

i 

\ 

67,200 

0 

1,200,188 


6,520 

3,397,918 

1 ,837,000 

25,000 

59,045 
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recdumenoed  by  supplier 

FED  BURN  PCI  (BARRELS) 


ULF  POWER  CO.  0 

ACKSDNVILLL  ELEC.  AUTH.  813,460 


VEN  FUEL  INC' 

32.5 

671,913 

CONOCO 

17.4 

141,542 

KEY  WEST  UTILITIES 

STD.OIL-KY 

59,921 

100.0 

69,921 

LAKE  WORTH  UTIL.  AUTHORITY 

7,595 

BELCHER  OIL(EXXON) 

100.0 

7,595 

LAKELAND  LI3HT  &  WTR  DEPT 
BELCHER(SrD.OIL-KY) 

113,683 

100.0 

113,683 

NEW  SMYRNA  BEACH 

ORLANDO  UTILITIES  COMM. 

NEW  ENSLANO  PETRO 

0 

456,581 

100.0 

456,581 

SEBRING  UTILITIES  COMM. 

UNION  OIL  OF  CA 

4  >655 

100.0 

4,555 

TALLAHASSEE,  CITY  OF 

UNION  OIL  OF  CA 

9'5,917 

100.0 

95,917 

TAMPA  ELECTRIC  CO. 

WESTERN  (STD.OIL-KY) 

57,.923 

100.0 

57,923 

VERO  BEACH  MUNICIPAL  POWER 
BELCHER  OIL(EXXON) 

20,573 

100.0 

20,573 

GEORGIA 

GEORGIA  POWER  COMPANY 

SAVANNAH  ELECTRIC  i  POWER  CO 
COLONIAL  OIL(EXXON) 

0 

236,610 

100.0 

235,510 

Mississippi 

MISSISSIPPI  POWER  CO.  0 
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TOTAL 

(BARRELS) 

0 

813,460 

69,921 

7,595 

113,683 

0 

456,581 

4,655 

95,917 

57,923 

20,573 

0 

236,610 


0 
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RECOMMENDED 
FEO  BURN 

BY  SUPPLIER 

PCI  .  (BARRELS) 

TOTAL 

(BARRELS) 

33UIH  flISSISSIPPI  ELEC 
SDUrHLND  DIL 

A.1ERADA  HESS  C3RP 

42>748 

B3.0 

17.0 

35,431 

7,267 

42,748 

NORTH  CAROLINA 

CAROLINA  POWER  &  LT. 

SOUTH  CAROLINA 

0. 

'o 

S. CAROLINA  ELEC  5.  GAS  CO 
EXXON 

406,205 

100.0 

406,205 

406,205 

3. CAROLINA  PUB  SERV  AUTH 
AMERADA  HESS  CORP 

15, .722 

100.0 

16,722 

15,722 

VIRGINIA 

virginia'electric  power 

EXXON 

AMERADA  HESS  CORP 

AMOCO 

1 ,369,900 

68.5 

24.2 

7.2 

939,751 

331,515 

98,633 

1,369,900 

4.  SOUTHWEST  POWER  POOL  C 

OOROINATIOr  COUN 

CIL  (SPP) 

ARKANSAS 

ARKANSAS  ELEC  COOP 

L0GIC3N  INC  (SHELL) 

E  L  BRIDECTEXACO) 

53,700 

30.0 

20.0 

50,960 

12,740 

63,700 

JONESBORO  HATER  AND  LIGHT 
DELTA  REFINING  CO 

E  L  BRIDE(MIDLAND) 

PL  9,654 

33.0 

17.0 

8,013 

1,641 

9,654 

COLORADO 

CTiU,  S.COLO  PWR  DIV. 
KANSAS 

0 

0 

CENTRAL  KANSAS  PWR 

0 

0 
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RECOHHEKIDED 

BY  SUPPLIER 

TOTAL 

FEO  BURIi 

PCT 

(BARRELS) 

(BARRELS) 

CHANUIE^Cirr  OF 

3,500 

3,500 

HID  HHER.REFININS 

100.0 

3,500 

CLM  CENTER  LTiWIR 

0 

0 

CDFFETVILLE  LT  i  PWR 

4  >450 

4,450 

CRA-FARMLASD 

100.0 

4,450 

CrSU,  WESTERN  PWR  DIV 

0 

0 

KANSAS  SAS  &  ELEC 

0 

0 

KANSAS  POWER  &  LIGHT 

0 

0 

EARNED  WIR  &  ELEC 

0 

0 

HCPHERSON  BD  OF  PUB  UTIL 

0 

0 

OTTAWA  WTR  i  LT 

0 

0 

LOUISIANA 

CENTRAL  LOUISIANA  ELECTRIC  C 

0 

0 

JONESBORO  POWER  &  LIGHT 

0 

0 

HIDDLE  SOUTH  SERVICES 

1„753,387 

1,753,887 

HURPHY  OIL  CORP 

30.0 

526,165 

TAUBER  OIL  CO 

20.5 

359,547 

SHELL 

21.3 

373,578 

EXXON 

12.9 

226,251 

GULF 

9.5 

166,619 

ERGON  INC  (EXXON) 

3.8 

66,648 

E  L  BRIDE(OKC  REF.) 

1.7 

29,315 

REESE  OILCSUN  OIL) 

.3 

5,262 

SOUTHWESTERN  ELECTRIC  POWER 

0 

0 

HISSIS3IPPI 

CLARKSDALE  WTR  i  LT 

0 

0 
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BE:3nHElfDED 

BY  SUPPLIER 

TOTAL 

FE3  BURU 

PCT 

(BARRELS) 

(BARRELS) 

YAZOD  CITY  PUB  5ERV 

0 

0 

MISSOURI 

EMPIRE  DIST  ELEC 

0 

0 

Sr  JOSEPH  LT  i  PHR 

0 

0 

OKLAHOMA 

BLACKWELL  HIP  i  LI 

0 

0 

OKLAHOMA  CAS  5.  ELEC 

0 

0 

HESIERN  FARMERS  ELEC  COOP 

0 

0 

'  TEXAS 

3ULF  STATES  UTILITIES 

820 

820 

COASTAL  STATES  MKTG 

37.5 

309 

TENNECO 

16.1 

132 

UNITED  PETRO  DISTRIB 

4  .0 

33  . 

EXXON 

20.1 

165 

SOUTH  HAMPTON  CO 

22.3 

133 

5.  ELECTRIC  RELIABILITY 

COUNCIL  OF  TEXAS 

(ERCOI) 

AUSTIN  CITY  ELEC  DEPT 

0 

0 

BRAZOS  ELEC  COOP’ 

0 

0 

BRYAN,  CITY  OF 

5,0  20 

5,020 

PETROLEUM  TiT(3  RIVE 

100.0 

5,020 

DALLAS  POWER  5.LI. 

10,000 

10,000 

WINSTON  REF  CO 

18.2 

1,820 

KERR  MCCEE  OIL  CO 

18.9 

1,390 

JiW  REFININ3 

47.2 

4,720 

BEE  OILiFEFINING 

15.6 

1,560 

GARLAND, CITY  OF 

0 

0 

HOUSTON  LI3HTINC 

5 17, ,284 

517,284 

AMERADA  HESS  CORP 

100. 0 

517, ?84 
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RECDHSENDED  BY  SUPPLIER 

FED  BURU  PCI  (BARRELS) 


LDMER  CDLDRADD  RIVER  AUTH 
MEDINA  ELEC  CDDP 
SAN  ANTONIO  PUB  SERV 
TESORD 

TEXAS  ELEC  SERV 
TEXAS  PWR  i  LT 
WEST  TEXAS  UTIL 

PRIDE  REFINING  INC 


0 

0 

1D9>.23.1 

100.0  109,231 

0 

0 

56, .117 

100.0  65,117 


5.  MID-AMERICA  INTERPOOL  NETWORK  (MAIN) 


ILLINOIS 


COMMONWEALTH  EDISON  CO. 
ALLIED  0. 

CLARK  0IL5.REF.C0RP 

ILLINOIS  POWER  CO 
MISSOURI 


UNION  ELECTRIC 

WISCONSIN 


SUPERIOR  WTR  &  LT 
WISCONSIN  ELEC  PWR 

INDUS!  FUELiASPHALT 


345,048 

93.0  333,147 

2.0  6,901 

0 


0 


0 

41 

100.0  41 


7.  MID-CONTINENT  AREA  RELIABILITY  COORDINATION  AGREEMENT  (MARCA) 


IOWA 

ATLANTIC  MUNICIPAL  UTILITIES  0 


TOTAL 

(BARRELS) 


0 

0 

109,231 


66,11 


345,048 

0 

0 

0 

41 
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18056  NOTICES 


RECDMHENDED 

Br  SUPPLIER 

TOTAL 

FED  BUSH 

PCI 

(BIIRRELS) 

(BARBELS) 

INTERSTATE  POWER 

0 

0 

LAMONI  MUSIC 

MINNESOTA 

0 

0 

AUSTIN  UTILITIES 

0 

0 

FAIRMONT  WTR  S  LT 

0 

0 

MARSHALL  MUNICIPAL  UTIL 

0 

0 

MINNESOTA  PWR  S  LT 

18>373 

18,373 

MURPHI  OIL 

103.0 

19,373 

NORTHERN  STATES  PWR 

0 

0 

OWAIONSA  MUN  UTIL 

0 

0 

WORTHINCTON,  CITY  OF 

NEBRASKA 

0 

0 

CENTRAL  NEBRASKA  PUBLIC 

0 

0 

FAIRBURY  LT  &  WTR 

0 

0 

GRAND  ISLAND  ELEC 

0 

0 

HASTINGS  UTILITIES  DEPT 

0 

0 

LINCOLN  ELECTRIC  SYSTEM 

0 

0 

NEBRASKA  PUBLIC  POWER  DISTRI 

0 

0 

OMAHA  PUB  PWR  DIST 

0 

0 
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NOTICES 


18057 


RE:Da«EMDED  '  BI'  SUPPLIER 

FED  BURN  PCT  (BARRELS) 


WISCDMSIN 


LAKE  SUPERIOR  DIST  PWR  0 

3.  EASI  CENTRAL  AREA  RELIABILIIT  COOll DIN ATION  ASREENENT  (ECAR) 


BICHI3AN 


CLINTON  LI  i  WTR 

CRYSTAL  REFINING  CO 

613 

*100.0 

513 

CONSUMERS  POWER 

CONSUMERS  PHR-CRUDE 

18  0, .4  90 

54.0 

97,455 

LAKESIDE  REFINING  CO 

14.0 

25,269 

OSCEOLA  REFINING  CO 

8.0 

14,439 

TOTAL  LEONARD  INC 

4.0 

7,220 

MURPHY  MI. DIV. AMOCO 

6.0 

10,329 

ENTERPRISE  OIL  CO 

6.0 

10,329 

BORON  OIL(STANDARD) 

3.0 

5,415 

INDUS!  FUEL&ASPHALT 

2.0 

3,510 

RUPP  OIL  COMPANY 

2.0 

3,510 

GLADIEUX  REF 

1  .0 

1,305 

DETROIT  EDISON  CO. 

SUN  OIL  LID 

653, ,197 

70.0 

467,733 

CANADIAN  FUEL  MKTRS 

9.9 

66,152 

ENTERPRISE  OIL  CO 

4.8 

32,073 

PETRO  PRODUCTS 

5.4 

35,033 

MARATHON  OIL 

9.9 

66,152 

GRAND  HAVEN  BD  PUB 

HILLSDALE  BD  OF  PUB  WORKS 
LEWIS(GLADIEUX  REF) 

0 

1,299 

100.0 

1,299 

OHIO 

CLEVELAND  ELEC  ILLUMIN 

ALLIED  0. (ASHLAND) 

95,667 

100.0 

95,567 

TOLEDO  EDISON 

SUN  OIL 

8,045 

100.0 

8,045 

TOTAL 

(BARRELS) 

0 

613 

180,490 


563,197 

0 

1,299 

95,667 

8,045 
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18058 


NOTICES 


re:3hmended  by  supplier 

FED  BURN  PCT  (BARRELS) 


TOTAL 

(BARRELS) 


PENNSYLVANIA 


ALLEGHENY  POWER  SERVICE 

0 

0 

9.  WESTERN  SYSTEMS  COORDINATING 

COUNCIL 

(WSCC) 

ARIZONA 

ARIZONA  PUBLIC  SERVICE  CD. 

0 

0 

SALT  RIVER  PROJECT 

159,408 

169,408 

TESORO 

12.4 

21,007 

DOUGLAS  OIL  CO 

2.B 

4,743 

GUSTAFSON  OIL  CO 

.9 

1,525 

MACMILLAN 

17.0 

28,799 

POWERINE  OIL  CO 

19  . 1 

30,663 

LITTLE  AMERICA 

19.7 

33,373 

SAN  J0A2UIN  REF 

29.1 

49,293 

TJCSON  GAS  i  ELEC 

55,020 

55,020 

GOLDEN  GATE  PETRO 

22.0 

12,104 

NAVAJO  REFINING 

5.0 

2,751 

TOSCO 

43.0 

23,559 

UNION  OIL  OF  CA 

25.0 

13,755 

HOLLAND  OIL(TOSCO) 

5.0 

2,751 

CALIFORNIA 

BURBANK  CITY  PUBLIC  SER. 

44,000 

44,000 

CAPSDS( GOLD. EAGLE) 

100.0 

44,000 

GLENDALE  PUBLIC  SERVICES 

32„927 

32,927 

POWERINE  OIL  CO 

100.0 

32,927 

IMPERIAL  IRRIGATION  DISTR 

36,800 

35,800 

CRESCENT  REFSO(GULF) 

100.0 

36,800 

LOS  ANGELES  DEPT  OF  WATER  i  1 

„172„000 

1,172,000 

ARCO 

59.8 

700,856 

EOGINGTON  OIL  CO 

20.9 

244,948 

PETR03AY 

7.6 

89,072 

KEWHALL  REFINING  CO 

5.0 

58,600 

SAN  JOAjUIS  REF 

3.5 

41,020 

POWERINE  OIL  CO 

3.2 

37,504 
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18059 


RECOMMENDED 

BY  SUPPLIER 

FCO  BURU 

PCI 

(BAR-RELS) 

PACIFIC  CAS  &  ELECTRIC  CO 

ARCO 

230,000 

71.3 

199,540 

UNION  OIL  OF  CA 

4.7 

13,160 

PHILLIPS  PETROLEUM 

24.0 

67,200 

PASADENA  POWER  CO. 

GOLD. EAGLE 

56„8  3  5 

100.0 

56,885 

SAN  DIEGO  GAS  5  ELECTRIC  CO. 
UNION  OIL  OF  CA 

477,D00 

29.8 

142,145 

HIRI 

16.2 

77,274 

EDGINSTON  OIL  CO 

21.3 

101,501 

TESORO 

32.7 

155,979 

SOUTHERN  CALIF  EDISON 
SID.OIL-CAL 

2„750,000 

50.1 

1,377,750 

TEXACO 

9.7 

266,750 

ARCO 

7.8 

214,500 

EXXON 

20.4 

561,000 

PACIFIC  RESOURCES 

6.8 

187,000 

MACMILLAN  R.F.OIL 

3.0 

82,500 

CONOCO 

2.2 

60,500 

COLORADO 


COLORADO 

SPRINGS  LT  &  PWR 

0 

LAMAR  LT 

&  PWR 

0 

PUB  SERV 

COLORADO 

0 

MONTANA 

MONTANA 

POWER 

0 

NEVADA 

HEVADA  POWER  COMPANY  0 

SIERRA  PACIFIC  POWER  0 


TOTAL 

(BARRELS) 

290,000 

56,885 

477,000 

2,750,000 


0 

0 

0 
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18060 


NOTICES 


BECOHSERDED 

BT'  SUPPLIES 

lOIBL 

FET  BUSH 

PCI 

.  (^BRBREIS) 

(BRBBELS) 

NEH  MEXICO 


FLAIRS  ELEC  GEH  &  TBANSH 

0 

0 

PUB  SERV  MEil  MEXICO 

0 

0 

ORBGOH 

PACIFIC  POWER  S  LIGHT  CO 

0 

.  • 

0 

TEXAS 

COMMUNITY  PUB  SERV 

1,952 

1,952 

STD.OIL-TEXAS 

100.0 

1,952 

EL  PASO  ELECTRIC 

94^.705 

94,705 

STD.OIL-TEXAS 

74.5 

70,555 

TESORO 

25.5 

24,150 

UTAH 

UTAH  POWER  SLIGHT  CO. 

0 

0 

WASHINGTON 

PUGET  SOUND  POWER  SLIGHT  CO. 

0 

0 

SEATTLE  DEPT  OF  LI 

0 

0 

TACOMA  DEPT  OF  PUBLIC  UTILIT 

0 

0 

10.  ASCC 

ALASKA 

CORDOVA,  TOWN  OF 

1,976 

1,976 

TESORO 

100.0 

1,976 

HAWAII 

HAWAIIAN  ELECTRIC  COMPANY 

632*837 

632,837 

SID.OIL-CA 

100.0 

632,837 

HILO  ELEC  LT 

40,790 

40,790 

STD.OIL-CA 

100.0 

40,790 

KAUAI  ELECTRIC 

13-,»41 

13,441 

SID. OIL— CA 

100.0 

13,441 

MAUI  ELECTRIC 

39,621 

• 

39,621 

STD.OIL-CA 

100.0 

39,521 

11.  NOT  OTHERWISE  CLASSIFIED 

UNK 

GUAM  PUR  AUTH 

98,703 

88,103 

O.S.NAVY 

100.0 

88,103 

PUERTO  RICO  WATER  RESOURCES 

1„353*.161 

1,863,161 

COMMONWEALTH  OIL 

50.0 

931,581 

PUERTO  RICO  SUN  OIL 

30.0 

558,948 

CARIBBEAN  GULF  REF 

20.0 

372,532 

SI  CROIX,  V.I.  WTR  PWR 

4  5„730 

45,730 

AMERADA  HESS  CORP 

100.0 

45,730 

ST  THOMAS,  V.I.  WTR  PWR 

32,394 

32,394 

AMERADA  HESS  CORP 

100.0 

32,394 
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